
4 Milts South of Burlington, Vt, 

CHAMPLAIN PARK 

106 ACRES ON LAKE 


NEW - CLEAN - HEATED 
• CABINS • 


Each with Hot Shower and Flush Toilet 


RESTAURANT 


LAKE BATHING 


PLACE 
ONE CENT 
STAMP 
HERE 

OB-Ht 262 



















